WESTERN MOTEL 2 

U. S. 66—54—84 — 2 Blocks E. of City Hall 

SANTA ROSA, NEW MEXICO Z 


35 New Quiet, Comfortable Units 
Tubs and Showers, Tiled 
Air-Conditioned, Automatic Heat 
MR. <& MRS. RUDY BABINS, Managing Owners 
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